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TAGS: ESTC, COCOM, GW, RO 

SUBJECT: GERMAN SEMICONDUCTOR TEST EQUIPMENT AND 
FOIL STRETCHER TO ROMANIA IL 1355 

REF: A. COCOM DOC. (75) 127 
B. COCOM DOC. (72) 2334 

1. URGENCY PROCEDURE: THREE (OF THE SAME MODEL) AUTO- 
MATIC DIODE CONNECTION PROBE TESTERS AND ONE FOIL 
STRETCHING DEVICE, VALUED AT $15,400 TO IPRS (PREVIOUS- 
LY CIETV), BANEASA, FOR INCLUSION IN DIODE MANUFACTUR- 
ING LINE APPROVED BY COCOM UNDER REF B. 

2. AS IN REF B, THIS EQUIPMENT IS APPARENTLY PURPOSE- 
BUILT BY GERMAN ITT SUBSIDIARY INTERMETALL. BROCHURES 
BEING APO-MAILED TO OEA-WALINSKY. 

3. REF A WILL BE ON COCOM AGENDA JAN. 21. URGENCY 
PROCEDURE INVOKED ' BECAUSE THE PRODUCTION OF DIODES IS 
IN ITS INITIAL PHASE AND THE EQUIPMENT IS, THEREFORE, 

VERY URGENTLY NEEDED." PLEASE INSTRUCT. 

TURNER 
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